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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma.us 

Board of Health Minunte 09/08/2010 

Board of Health Meeting Minutes 
Wednesday, September 8, 2010 
Ground Floor Conference Room 
Arlington Senior Center 
5:30pm 



Board Members in Attendance: Dr. Marie Walsh Condon, Mr. Gregory Leonardos and Dr. Michael Fitzpatrick (Chair) 

Staff in Attendance: Christine Connolly, Director of Health and Human Services, and Natasha Waden, Health Compliance Officer 


• The meeting minutes for August 11, 2010 were postponed for approval until November 3, 2010. 

• UPDATE: 128 Madison Avenue: Inspector Waden reported that the clean up of this property had begun and 
that the contracting company has removed 80 % of the debris, and are still working to remove more. Waden 
stated that repair work on the back porch should begin next week. Lastly, Waden stated that she and Inspector 
Feeney will continue to monitor the progress by inspecting the site daily. 

• UPDATE: Variance Request, Arlington Infant Toddler Center: Inspector Waden reported that she spoke with 
Nancy from the Arlington Infant Toddler Center who stated that the licensing agency for the center is not 
requiring them to obtain a variance for the portable sink at this time. The center has decided that they will not 
be installing a properly plumbed hand sink in the diaper changing room at this time. 

• Restaurant updates: Inspector Waden reported that there are two establishments Gemma and Cornelia’s who 
are still in the construction phase of their plan review. In addition, two new establishments have submitted 
plans for approval, one is Little Mary’s Bagels, who is proposing to open at 882B Mass Ave, and the second is 
Cake Cafe / Bakery who is proposing to open at 795 Mass Ave. 

• Public Comment: 


• Maria Chutchian- writer for the Arlington Advocate introduced herself to the Board and asked if there was 
a chicken permit application supposed to be approved the meeting. Waden responded by stating that the 
Health Department did have one application, however, it is incomplete and the applicant has not returned 
our calls regarding the application at this time. 


Adjourn 
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